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PART III - SECTION 2 
पेटेण्ट कार्यालय द्वारा भारी की गई पेरेंटों भौर रिचाइमों से संबंधित अधिसूचनाएं और नोटिस 
Notifications and Notices issued by the Patent Office relating to Patents and Designs 


use , 


THE PATENT OFFICE 

23rd August 1965 
Patents and Designs 

101233 . D . N . Dastoor . Improvements in or relating to 

carding machines. (Addition to No. 84322 ]. 
Calcutta , the 11th Septeniber 1965 

101234. Schering Aktiengesellschaft. New steroid com 
Application for Patents 

pounds and a process for their manufacture . 

101235. Schering Aktiengesellschaft. Substituted ben 
The dates shown in crescent brackets are the dates 

zimidazoles . 
claimed under Section 78 - A of the Act, 

101236 . M . V . Indulkar . Improvements in or relating 
21st August 1965 

to method of manufacturing the sheet metal 

table tops for canteen tables and the like . 
101221 . A . K . Shaikh , Improved burner for stoves . 101237. Phillips Petroleum Company . Production of 
101222 . Cibu Limited . Process for the manufacture of 

polymers from a C , to Co hydrocarbon frac 

tion . 
new tertiary amincs. 

101238 . Phillips Petroleum Company . Hydrocarbon con 
101223. Zjednoczenie Przemysłu Taboru Kolejowego . 
Method of starting a locomotive direct-drive 

version . 
diesel engine , and practical application there 101239 . American Cyanamid Company . Methods for 
of. 

controlling micro -organisms, 
101224. Sandoz Ltd . Basic dyes, their production and 101240 . R . Fritzmcier, Spring suspension for seats. (2nd 

July 1965 ) . 
101225, Jennings Radio Manufacturing Corporation . 101241 . R . Fritzmeier. Spring suspension for a seat. ( 2nd 
Switch , 

July 1965 ). 
101226 . Sankyo Conipany, Limited . Process for preparing 101242 . Kurashiki Rayon Co ., Ltd . Traverse unit for 
3B -substituted - A 5 ( 10 ) - steroids. [Divisional 

rayon spinning machine . 
date 16th April 1963). 

101243. Kurashiki Rayon Co., Ltd . Method of circulating 
101227. Farbwerke Hoechst Aktiengesellschaft Vormal 

and spinning viscose , 
Meister Lucius & Bruning. Benzenesulfonyl 
ureas . [Divisional date 6th April 1963 ]. 

101244 . Krauss-Maffei Aktiengesellschaft. Process for 

production of an edible material from fruit. 
101228 . Rohm & Haas Company . Solid , thermoplastic , 
polymeric products . 

101245 . Kennecott Copper Corporation . Improvements 

in or relating to process of making sheet metal. 
101229 . Dunlop Rubber Company Limited . Improve 
ments relating to inflatable life -rafts and the 

101246 . Tesla , porodni podnik . Improvements in and 
like. 

relating to multi -section internal packing of 

elongated fragile articles , 
101230 . Halcon International, Inc . Chemical process . 
[ Addition to No. 80856 ). 

101247. Vyzkumny Ustav Matematickych Stroju . System 

for pictorial representation of a locus in three 
101231. M . P. Tank . Improved spade with clamping de 

dimensional space , in cabinet projection , from 
vice for handle 

data for three coordinates . 
101232 . T . L . Chudiwala , V . M . P . Dujodwala and 101248, The International Synthetic Rubber Company 
R . M . P . Dujodwala . A process for produc 

Limited , Soil treatment process. (24th August 
tion of synthetic dipeatene from turpentine. 

1964 ) . [Addition to No. 91970 ]. 
237G1/65 
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101249 . Allied Chemical Corporation , Lactone derivatives 

of organic thiophosphates . ( 23rd September 

1964 ) . 
101250 . The Rockwell -Standard Corporation . Power 

brake system . 
101251. Aluminium Laboratories Limited . Improvements 

in or relating to apparatus for containing 
molten material in contact with a gaseous 

atmosphere. 
101252. F . Hoffmann -La Roche & Co. Aktiengesellschaft. 

y -picolyi derivatives and process for the 

manufacture thereof. 
101253 . F . Hoffmann - La Roche & Co, Aktiengesellschaft , 

Vitamin preparation and process for the 

manufacture thereof. 
101254 . Rheinmetall G .m .b . H . Blank shell muzzle for 

machine guns and similar fire-arms with 

moving barrel, 
101255 . Rheinmetal G .m .b . H . Machine gun breach 

mechanism with roller pin . 
101256 . Koninklijke machinefabriek Gebr. Stork & Co . 

N . V . Sedimentation apparatus. 
101257. David and David , Inc. Textured yarn and 

mcthod and apparatus for producing such 

yarn . 
101258 . Ferodo Limited . Friction materials . 
101259 . The Lubrizol Corporation . A lubricating compo 

sition . 
101260 . Farbwerke Hoechst Aktiengesellschaft vormals 

Meister Lucius & Bruning. Process for dis 

persing solids, 
101261. Ciba Limited. Aqueous cxcipients. 
101262 . W . P . Tclang. New process of self charging lead 

acid storage battery by chemical. 

24th August 1965 
101263. D . N . Hazra . Change in the design of laminated 

bearing springs of “ BOX " , " BRH " & " BOI" 

wagons. 
101264 . Gebr. Bohler & Co . Aktiengesellschaft. Improve 

ments in or relating to processes and appa 
ratus for producing a D . C . or A . C . elec 
tric arc plasma flame and for focussing said 

flame. 
101265 . M . A . Parthasarathy. A canopy for bicycles , 

scooters and motor -cycles. 
101266 . Veb Elektro - Apparate -Werke Berlin - Treptow . 

Brake magnet assembly for clectricity meters, 
101267. Vsesojuzny Nauchno -Issledovatelsky I Proektny 

Institut Sinteticheskikh Zhirozamenitelei. 
Method of preparing surface -activc deriva 

tives of mono -estery of succinylsulphonic acid , 
101268 . Leningradsky Filial Gosudarstvennogo Issledova 

telskogo Elektrokeramicheskogo Instituta . 

Valve -type lightning arrester . 
101269 . Institut Elektrosvarki im . E . O . Patona . Elect 

rode for welding and building up of metals 

and their alloys. 
101270 . Ciba Limited . New process . 
101271 . The British Petroleum Company Limited , Lubri 

cating compositions, ( 18th September 1964 ) . 
101272 . F . Hoffmann - La Roche & Co. Aktiengesellschaft. 

Tetrahydroisoquinolinc derivatives and process 
for the manufacture thereof. ( 22nd Septem 

ber 1964 ) . 
101273 . F . Hoffmann -La Roche & Co, Aktiengesellschaft . 

Heterocyclic compounds and process for the 

manufacture thereof, 
101274. Sandoz Ltd . Process for the manufacture of azo 

dyestuffs. 
101275. Nippon Carbide Kogyo Kabushiki Kaisha. Dry 

process dust collection method and equip 

nient. 
101276 . Veb Elektroprojekt Berlin . Circuit arrangement 

for the protection of overhead conductors . 
101277. F . Hoffmann -La Roche & Co . Aktiengesellschaft. 

Pyrimidine derivatives and thiamine prepared 
therefrom . [Divisional date 10th September 
1963). 


101278 , V . D . Kehr, Improvements in or relating to tube 

well strainers. 
101279. Ciba Limited . Process for the manufacture of 

new quinazolinone- ( 4 ) compounds. 
101280 . N . V . Philips Gloeilampenfabrieken . Improve 

ments in or relating to new l -aminoudaman 

tane derivatives , 
101281 . Rohm & Haas Company . Monomers with hydro 

xyl and quaternary ammonium functionality 

any polymers thereof. 
101282 . Rohm & Haas Company. Addition copolymers . 
101283. Rohm & Haas Company. Semi-gloss architectural 

water paints. 
101284 . Shell Internationalc Research Maatschappij N , V . 

Corrosion reduction . 
101285, Shell Internationale Research Maatschappij N , V . 

Sulphur- containing phenylureas . 
101286 . Shell Internationalc Research Maatschappij N . V . 

Method and diving apparatus for carrying 

out underwater operations. 
101287. P . M . Chaubal. Improvements in or relating to 

pneumafil cleaners for textiles, 

25th August 1965 
101288 . Owens -Corning Fiberglas Corporation , Fibrous 

glass yarn , 
101289 . Ideal Industries , Inc. Apparatus and method for 

conditioning textile material being drafted . 
101290 . M . A . J. Legrain and A , F . Legourd . Improve 

ments relating to apparatus intended parti 

cularly for feeding animals . 
101291, Ciba Limited . Process for the manufacture of 

new pyrimidine compounds . 
101292. F . Hoffmann - La Roche & Co . Aktiengesellschaft. 

Benzodiazepine derivatives and process for the 

manufacture thereof. 
101293 . Palitex Project- Company G .m .b .H . An unwinding 

aid for double twist spindles. 
101294 . E . J. Longyear Company. Wire line core barrel 

improvements . 
101295. Ciba Limited , Process for the manufacture and 

use of new 6 - phenylbenzazolyl derivatives. 
101296 . M . S . Rosen . Knife with reciprocating blades. 
101297. Edwin Danks & Co . (Oldbury ) Ltd . Improve 

ments in or relating to steam boilers . (25th 

August 1964 ) . 
101298. Armour and Company. Process for preparing 

secondary -alkyl primary amines from olefins 

and products thereof. 
101299 . Indian Oxygen Limited . Improvements in profilo 

cutting machines. (28th August 1964 ) . 
101300 . Indian Oxygen Limited . Heat exchange unit . 

(31st August 1964 ) . 
101301. International Business Machines Corporation 

Improved method of epitaxially vapour de 
positing semiconductor material. 

26th August 1965 
101302. The Goodycar Tire & Rubber Company. Im 

provements in a method of making polyure 

thane and said polyurethane . 
101303. Automatic Telephone & Electric Company 

Limited . Improvements in telephone systems. 

(2nd September 1964 ) . 
101304 . Automotive Products Company Limited . Im 

provements in or relating to automatic ad 
justing means for liquid - pressure operated 

Brakes . ( 2nd September 1964 ) . 
101305 . Esso Research and Engineering Company , Treat 

ing coal and other minerals . 
101306 . Multi Minerals Limited , Improvements relating 

to the manufacture of acids . ( 1st April 1965 ) . 
101307. Union Carbide Australia Limited . Improved 

thermoplastic resin compositions. 
101308. Stauffer Chemical Company, New substituted 

alkyl sulfonamide phosphates and phospho 
nates and the use of such compounds in 
insecticidal compositions . 
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101309 . G . D . Searle & Co . Androst / estr -4 - en - 17ß 99795 . Ante -dated to 27th Noveinber 1963 under Section 
yloxytrialkylsilanes and related compounds . 

5 of the Act. 
101310 . Escher Wyss G .m .b . H . Fine -spreading and re 99798. Ante -dated to 18th December 1963 under Section 
tarding device for the pulp suspension stream 

5 of the Act . 
in a paper-making machine. 

Applications Accepted 
101311 . Hindustan Antibiotic Limited . Antiamoebin , a 

Notice is hereby given that all persons interested in 
new antiprotozoal and anthelmintic antibiotic , 

opposing the grant of patents on any one of the applica 
and a method of producing the same. 

tions referred to below may at any time within four 
101312 . Hajtomu Es Felvonogyar, A process for measur months of the date of the Gazette of India give notice to 
ing the flash point of liquids . 

the Patents Office in the prescribed form No. 6 of the 

Indian Patents and Designs Rules, 1933 , of such opposi 
27th August 1965 

tion . 
101313 . The Kuljian Corporation ( India ) Private Limit 

A limited number of printed copies of the specifica 
ed . Improvements in or relating to cooling or 

tions in the following list will be available for sale from 
the like heat exchange systems, 

the Government of India Book Depot , 8 Hastings Street, 
101314 . J. G . Macdonald . Improvements in hydrostatic Calcutta , in due course . The price of each specification 
transmission systems. 

is Rs. 2 ( postage extra , if sent out of India ) . Requisition 
101315. Chas. Pfizer & Co., Inc. Detergent Composition . 

for the supply of printed specifications should be accom 

panied by the numbers of specifications as shown in the 
101316 . Chas. Pfizer & Co ., Inc . Schiff bases. (5th following list. 
March 1965 ) . 

If required typed copies of the specifications together 
101317. British Nylon Spinners Limited , Tufted fabrics with copies of drawings, if any, can be supplied by the 

and methods of making them . ( 8th Septem Patent Office on payment of the necessary charges which 
ber 1964 ) . 

may be ascertianed on application to the office , 
101318. Dunlop Rubber Company Limited . Improve 

The dates shown in crescent brackets are the dates 
ments in or relating to apparatus for the allowed under Section 78 . A of the Act. 
manufacture of pneumatic tyres, ( 8th Sep 

88083 , Pittsburgh Platc Glass Company. Preparation of 
tember 1964 ) . 

chlorinated hydrocarbons. Accepted on 23ru 
101319 . Howard Clayton -Wright Limited . New or im 

August 1965. 
proved reflective marker, sign , or the like . 

By contacting the material to be chlorinated 
(4th September 1964 ) . 

oxygen and as chlorinating ugerir HcL or C1, 
101320 . Glaverbel. Process and device for manufacturing 

or mixtures thereof in a fluidised bed of meial 
sheet glass . 

haliile cutalyst particles, 
101321. Miles Laboratorics, Inc. Composition and pro 

88128 . Badische Aniline- do Soda- Fabrik Aktiengesells 

chaft. Production of derivatives of omega 
cess. 

hydroxy tiglaldehyde . Accepted on 25th 
101322 . High Duty Alloys Limited . Improvements in or 

August 1965 . 
relating to aluminium alloys and articles made 
therefrom . ( 28th August 1964 ) . 

Treating 2 -formyl - 2 -hydroxy butene ( 3 ) or 

an acetul or acylate thereof with a halogenai 
101323. Westland Aircraft Limited Improvements in or 

ing agent like thionyl chloride in the presence 
relating to flexible components for air cushion 

of N - N -dialkyl substituted amide of a fatty 
vehicles . ( 28th August 1964 ) . 

acid or N - ally ? substituted lactam . 
101324 . F . Hoffmann - La Roche & Co. Aktiengesellschaft . 9089.4. Nippon Electric Company Limited . Senriconductor 
New pyrimidine compounds and compositions 

device . Accepted on 20th August 1965 , 
comprising them . [Divisional date 9th July 

Comprises a body of one lype semi-con 
1962 ). 

cluctor containing the other type regions, said 
101325 . Veb Elektroprojekt Berlin . D .C .-switch unit with 

other type region being provided with one 
isolating transportation truck , 

electrical connection and diffused region 
101326 . Sandoz Ltd . New dibenzocycloheptane deriva 

covercil by an insulutor. 
tives. ( 18th October 1961) . [Divisional date 90908 . C . S . Raju , Dual-duty centrifugal pump. Accept 
17th October 1962 ) . 

ed on 21st August 1965. 
101327. Deering Milliken Research Corporation . Process 

Comprises a casins having two involute 
for modifying the characteristics of a struc 

chainbers euch having a separate inlet and 
turc containing keratin fibers . 

outlet, a shaft provided within the suid casing , 
101328. Ciba Limited . New bisazoles, process for their 

un impeller mounted on the said shaft and 
preparation and their use . 

means for interconnecting selectively the suid 

inlets and outlets respectively together in 
101329 . Phytogen Products, Inc. Steroid ketals . 

parallel or series us nay he required for 
101330 N . V . Philips Gloeilampcufabrieken . Transducer 

operating the two pumps constituted by each 
for use with variable frequency magnetron . 

of the involute chambers and the respective 

impeller 
Alteration of Date 

90929 . Dorr- Oliver Incorporated . Apparatus for separat 
91087 . The claim to priority date 6th September, 1963 , 
has been disallowed and the application dated 

21st August 1965. 
as of 2nd December, 1963, the date of filing 

Comprises a screen , leed box , a parabolic 
in India . 

Weir with its top chove feed end of the screen 
91148 . The claim to priority date 10th December , 1962, 

to provide a falling height equivalent to fucil 
has been disallowed and the application dated 

vclocity of the material . 
as of 4th December , 1963, the datc of Alling 90935 . Socony Mobil Oil Company , Inc. Process for the 
in India . 

catalyst conversion of hydrocarbons, Accept 
92349. The claim to priority date 4th December, 1963 , 
has been disallowed and the application dated 

Comcting with cutalyst comprising porous 
as of 19th February , 1964, the date of filing 

natrix of inorganic oxide and crystalline 
aluminosilicate containing rare- earth cations 

700- 1400°F and 
92457. The claim to priority date 4th March , 1963 , 

10 - 3000 p .s.l. pressure . 
has been abandoned and the application dated 90936 . Socony Mobil Oil Company, Inc. Catalystic con 
as of 25th February , 1964 , the date of filing 

version of hydrocarbons and compositions 
in India , 

therefor. Accepted on 23rd August 1965 . 
92458. The claim to priority date 4th March , 1963, 

Comprising porous inorganic oxide matrix 
has been abandoned and the application dated 

and crystalline aluminosilicate containing both 
as of 25th February, 1964 , the date of filing 

cations of rare earth and other metals of 
in India . 

groups IB to VIII of P . T . 
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90961. P . B . Hudson . A microbicidal composition in 

cluding an organo tin compound and process 
for preparing the same. Accepted on 26th 
August 1965. 

A process for producing a tri-n -butyltin 
curhoxylate includes the steps of dissolving an 
organic carboxylic acid in bis ( trl-n -butyltin ) 
( xide and reacting the said acid and oxiuc, 
A inicrobicidal composition includes an 

organo tin compound and a buffering agent. 
90969 . Dynamit Nobel Aktiengesellschaft. Improvements 

in or relating to a primer . Accepted on 26th 
August 1965 . 

A primer comprising a container, a body 
of priming composition within the container, 
a body of booster material within the con 
tainer, said bodies in cominunication with 
cach other for igniting the booster material in 
response to detonation of the priming , conz 

position , 
90974 . Deering Milliken Research Corporation . Im 

provements in or relating to textile fibers. 
Accepted on 26th August 1965 . 

Textile fibers arc reucted with acrylonitrile 

in presence of a polymerising catalyst . 
90975 . Deering Milliken Research Corporation . Improve 

ments in or relating to textile fibers, Acceptcıl 
on 26th August 1965 . 

The fibers are reacted with at least two 
different ethylenically unsaturated compounds 
at least one of which has a glass transition 
temperature , in polymer form , less than about 

40°C . 
90976 . Deering Milliken Research Corporation , Improve 

ments in or relating to keratin fibers, Accepted 
on 26th August 1965 , 

Kerutin fibers are reacted with at least one 
vinyl uromaric compound in combination with 
at least one ethylenically unsaturated comp 
pound having a glass transition temperature 

less than 40°C . 
90977. Dcering Milliken Research Corporation . Improve 

ments in or relating to textile fibers. Accepted 
on 26th August 1965 . 

Textile fibers are reacted with ethylenically 

unsaturated compound and processed . 
90999. Rank Xerox Limited , Facsimile transmitting and 

receiving systems, Accepted on 23rd August 
1965. 

Original document scanned by light spot 
form cathode ray tube , reflecteil light is trans 
lated into electrical picture signals by photo 
multiplier tuhe, these signals transmitted to 
remote location and is translated into a facsi 
mile or original document by upplying signals 
into cathode ray tuhe in the optical systern of 

rerographic reproducing machine. 
91087. Firma Hoffmann s Starkefabriken Aktiengesells 

chaft. Process for the production of poly 
amides having hydrophilic properties. Accept 
ed on 24th August 1965 . 

Reacting a dlamine with a polyhydroxy 
dicarboxylic acid in an inert atmosphere at 

an elevated temperature . 
91148 . Oronzio De Nora Impianti Elettrochimici, Water 

electrolysis process. Accepted on 23rd August 
1965 

The concentration of sodium or potassium 
hydroxide concentration is maintained above 

40 % by weight, 
91502 . Koppers Company , Inc. Improvements in or re 

lating to horizontal coke oven batteries and 
method of firing the same. Accepted on 26th 
August 1965 . 

Providing means for ensuring the distribu 
tion of rated quantities of air and lean gas 
to high and low level ports in each flame 
fiue of a heating wall . 


91503. Koppers Company , Inc . Regenerative horizontal 

coke oven batteries and method of under 
firing the same. Accepted on 26th August 
1965 . 

High coking chambers , low burners und high 
burners in the flame flues comprising the heat 
ing walls, gas being alternatively burnt in the 
high and low burners during each burning 

period in the flame flues , 
91505 , Shell Internationale Research Maatschappij N . V . 

A process for the preparation of aromatic 
nitriles. Accepted on 21st August 1965. 

Reacting an aromatic compound with a 
niirogen oxide halide and / or with a mixture 
of a nitrogen oxide and a hulogenating agent, 

in the presence of a tertiary amine. 
91506 . Shell Internationale Research Maatschappij N . V . 

A process for the preparation of aromatic 
nitriles halogenated in the nucleus, Accepted 
on 21st August 1965 . 

Reacting un aromatic compound whose nu 
clues contains as a substituent at least one 
nitrogroup with a halogenating ageni, except 
nitrogen oxide halides, in the presence of a 

tertiary amine. 
91641, Stcclsworth Limited . Tractor drawn implement. 

accepted on 21st August 1965 . 

Wherein removable skids are fitted ut the 

lower end of the casing . 
91649. H . Oetiker, Improvements in and relating to hose 

clips. Accepted on 24th August 1965. 

Comprising in the form of a close ring 
which cun be tightened on the hose by draw 

ing together curshuped recesses or like . 
92160 . Shell Internationalc Research Maatschappij N . V . 

A process for the extractive fractionation of 
hydrocarbon mixtures containing aromatics. 
Accepted on 7th August 1965. 

Employing a cyclic sulphonic or sulfoxide 

as a selective ertracting agent. 
92248. Shell Internationale Research Maatschappij N . V . 

A process for the separation of a liquid and / or 
gas mixtures with the aid of sulfolane, AC 
cepted on 12th August 1965 . 

Scparation is carried out with technical 
sulfolane containing not more than 2 % by 
weight of thermally unstahle compounds and 
the sulfolane has one or more basically re 

acting substances added to it. 
92256 . United States Steel Corporation , Apparatus for 

deflecting and guiding a descending slab or 
the like . Accepted on 13th August 1965. 

Pusher roll journaled at the end of a car 
mounted for inovement of the pusher roll 
toward and beyond the vertical path of the 
custing and a fulcrum roll disposed ahove 

said pusher roll . 
92296 . Dorr-Oliver Incorporated . Combination clarifier 

and storage tank . ( 21st February 1963 ) . Ac 
cepted on 17th August 1965 . 

Comprises tank means, sediment raking 
nieans a feed well , feed conduit means and 

means providing storage for clarified liquid . 
92304 . Preformed Line Products Company. An appara 

tus for and method of assembling a multiple 
membered sub -set . Accepted on 17th August 
1963 . 

Includes feed means 21 having drive means 
for introducing helical members and receiv 
ing means seuting each helical nicniher in 

predetermined relationship . 
92320 . P . C . L . Mistry . Improvements in or relating to 

pressure cooker, Accepted on 20th August 
1965 . 

Comprising an outer body consisting of two 
parts, the upper part with a top housing hav 
ing pressure regulating device and the lower 
purt huving studs for fixing U -shaped fixing 
arm . 
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92336 . General Electric Company , Improvements in or 

relating to sodium vapor lamp . Accepted on 
20th August 1965 . 

Coinprising an envelope of lig /11-1ransmit 
ling mutcrial resistant to the attack of sodium 
vapor at elevated temperatures, a pair of 
electrodes seuled thereon and an ionizable 
mediuni within envelope consisting of sodium 
us the principal source of radiunt emission and 
developing a partial pressure of sodium vapor 
in the range of 30 to 1000 millimeters of 

mercury in operation of lanıp . 
92347. Sulzer Brothers limited . Improvements in and re 

lating to elements for sound- absorbent cover 
ings for the interior walls or ceilings of build 
ings. Accepted on 20th August 1965. 

The Hall conipi ist s i perforate member 
hehind which is disposed a wool sheathed in 

sheci of plastics, 
92349. Compagnie Des Freins El Signaux Westinghouse . 

Improvements in or relating to a railway 
signalling safety arrangement. Accepted on 
20th August 1965. 

Comprises a pussuge detector, a first count 
ing elemeni, ů second couiting element and 
it coniparison element connected to the two 

counting clements , 
92355. Ripper Robots Limited , Improvements in air 

craft with means for spraying crops and the 
like . (21st February 1963 ) . Accepted on 
Loth August 1965, 

Includes means to transmit to the urinator. 
adjusting mechanis77 412 output signals ( s ) 
representative of actuator extension error, and 
thercoy cause the actuutor ( s) to be adjusted 

SO 178 lo nullify such error . 
92368. Agritec S . A ., Coira . Machine for cracking open 

the shell of the anacardium occidentale or 
cashew nut and for separating the kernel 
from the shell . Accepted on 20th August 
1965. 

Comprising un clevutor with buckets by 
Which cashew nuts are lifted to a high posi 
rion from which they can start their travel 
through the machine by gravity for subse 

quent processing , 
92373. Onoda Cement Company , Limited . A method 

for the preparation of cement. Accepted on 
Ist August 1965. 

Comprises calciuin oxide and culcium car 
honate in the ratio by weight above 
45 . 4 :54 .6 , comprising said ruw cenieni mir 
turc 05 a powder into molded articles and 

calcined . 
92375. Onoclu Cernent Coinpany , Limited. Device for 

distributing liquid . Accepted on 21st August 
1965 . 

Coniprising a single main supply duct, a 
plurality of distribution pipes, a conimunica 
tion passage and means for maintaining the 

flows liquid at a fixed temperature . 
92386. Rlione -Poulenc S . A . Process for the preparation 

of new organosilicon compounds and com 
positions containing the same. Accepted on 
21st August 1965. 

Methyl trichlorosilane is reacted with die 
tylhydroxylamine in presence of friethyla 

niine. 
92387. Sonic Development Corporation of America . Ap 

paratus for atomizing fluent materials and 
huiners including the same. [Addition to 
No . 90875 ). Accepted on 21st August 
1965 . 

An apparatus for atonizing a fluent mata 
riul in a gaseous ambient medium comprises 
mealis for producing and issuing into said 
ambient medium a high speed gas stream and 
creating an in rush of ambient gas from 

said medium into sald region of sald stream . 
92397. Sperry Rand Corporation . Improvements relat 

iny to formation of electrical connection bet 
ween discretely formed flat electrical conduc 


tors and the conductors so formed . Accepted 
on 23rd August 1965 . 

By forming a hore by means of chenrical 
etching techniques so as to penetrate said 
superposed portions of the electrical conduc 

tors and insulation material. 
92412 . The British Oxygen Company Limited , Process 

for the low temperature separation of air . 
(28the February 1963 ) . [Addition to No. 
76097 ). Accepted on 24ih August 1965. 

Two high pressure wir streams cooled in 
the first exchange stage respectively hy a 
nitrogen and by an oxygen fraction are con 
hined and expanded to a pressure interme 
diate the initial pressure and the rectification 
pressure , the expanded air stream being then 
passed through one of 11 pair of alternating 
adsorbers and then redivided to two streams 

for further cooling on a second stage. 
92415 . Rheinbau G .m .b . H . Improvenients in or relating 

to lattice girders for ceiling buildings or the 
like . Accepted on 24th August 1965 

Characterised in that the howed nieinbers 
forming the lattice work diagonals are of 
ussymetrical disposition in the lower boom 
plane, being provided with a lateral exten 
sion and that said buwed memhers are 

arranged in alternately offset manner , 
92422 . Standard Telephones and Cables Limited . Ampli 

ficr . Accepted on 24th August 1965. 

Comprises un input, an output, a transdu 
cer coupled so said input, first niears coupled 
10 said output and second means included in 

said first means. 
92424 . Teijin Limited Method of producing viscose 

rayon fibre and staple and a spinning appara 
tus for use in the method . Accepted on 24th 
August 1965 . 

Extruding viscose with 4 - 7 % weight of 
cellulose , and 3 -6 % weight of sodiunı lıydro 
xide through spinnerct with 10 , 000 orifices 
into spinning bath containing 30 gil of sul 
phuric acid , 0 . 1 g / l of zinc sulfate , 80 8 / 1 
of sodium sulfate at 30°C and subjecting 

filaniont formed to stretch of 150 - 350 % . 
92427 . Pilkington Brothers Limited . Improvements in 

or relating to edge rolls for use in the manu 
facture of flat glass in ribbon form . (25th 
February 1963 ) . Accepted on 23rd August 
1965 . 

Having a barrel of heat resistant metal to 
project through the side of the bath and car 
rying at one end a ferrule of high melting 

point material. 
92436 . The Bahcock & Wilcox Company . Method of 

and apparatus for the removal of dust or 
fume by liquid scrubbing . Accepted on 23rd 
August 1965 . 

In a method of or the removal of dust or 
fume from hot gases by liquid scrubbing the 
steps comprises of at alternating gases to pass 
through a gas liquid contact zone, introduc 
ing a liquor spray at super atmospheric pres 
sure into said accelerating hot guses, passing 
said gases through a separating zone to clean 
the gases, discharging the cleaned gases from 
said separating zone , collecting the liquor 
and solids separated from the gases in said 

separating zone. 
92438 , Algemene Kunstzijde Unie N . V . An adjustable 

frequency converter system for polyphase 
networks. Accepted on 25th August 1965. 

Input frequency is applied to the armature 
of a rotary frequency converter, the input by 
nieuns of slip rings and output by means of 

commutator. 
92448 , Refrigeration & Appliances Company Private 

Limited . Non - return valve combined with 
the union . Accepted on 25th August 1965. 

A first pipe connecting unit and a second 
pipe connecting unit both held together by 
a connector unit, 
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92451. Polymer Corporation Limited . Trçatment of 

rubbery polymers . ( 8th March 1963 ) . Ac 
cepted on 23rd August 1965 . 

Treating unmodified polymer with a Lewis 

Acid at a temperature helow 70ºC . 
92452. Amp Incorporated . Improvements in or relating 

to electrical connectors and to method of 
and apparatus for forming electrical connec 
tions . ( 4th March 1963) . [Addition to No . 
86122]. Accepted on 24th August 1965. 

Connector consists of a rectangular cross 
section having opposed edge walls and at one 
side a web joining the edge walls and at the 
other side sidewall portions spaced by an 

opening. 
92456 . United States Steel Corporation . Starter-bar 

head with make-and -break joint. Accepted 
on 25th August 1965 . 

One end of the head of the starter bar is 
provided with a releasahle means for forming 
a junction with a casting poured thereon 
while its other end is connected to the 

remainder of the starier har. 
92457. Imperial Chemical Industries Limited , Fibrous 

non -woven sheet materials and the produc 
tion thereof, Accepted on 25th August 
1965 . 

Subjecting a halt comprising at least 20 % 
and less than 50 % by weight of shrinkable 
synthetic organic fibres to a shrinkage treat 

ment. 
92458. Imperial Chemical Industries Limited . Fibrous 

non -woven sheel materials and the production 
thereof. Accepted on 25th August 1965 . 

Subjecting a batt comprising 50 % to 
100 % by weight of shrinkable synthetic or 

ganic fibres to a shrinkage treatment, 
92459. Mitsubishi Shipbuilding & Engineering Co, Ltd . 

Apparatus for preventing a bank of tubes 
placed in a gas passage containing dust from 
wear and damage . Accepted on 25th 
August 1965. 

That a plurality of rigid projections obs 
tructing in a gap formed between the walls of 

gas passage and tuhe parts . 
92460. Allied Chemical Corporation . Process for the 

production of new metallized mono - azo 
dyestuffs ; dyestuffs so produced , process for 
dyeing poly -u - olefins using them and poly 
a -olefins so dyed . Accepted on 26th August 
1965 . 

Dlazotized 8 -aminoquinoline is coupled 

under alkaline conditions with 1 , 3 -diketone. 
92469. Societe Generale Du Vide . Apparatus for drying 

sheet like articles, 4 . g . hides and skins. Ac 
cepted on 26th August 1965 . 

Heating means with a downwardly directed 
flat heating surface, perforated supporting 
means, a deformable member, means for 
applying suction and means for discharging 

effluent fluids. 
92474 . Volkart Brothers. Improvements in or relating 

to the manufacture of coconut husk fibres. 
[ Addition to No. 86394 ]. Accepted on 26th 
August 1965 . 

The defibering niachine is made as a totally 
enclosed cylindrical sheet in two halves com 
prising a hottom shell having a hopper and 

a top shell having an opening . 
92478. Mount Hope Machinery Limited . Weft straigh 

tening apparatus. (11th November 1963 ). 
Accepted on 26th August 1965 . 

Comprising weft straightening nieans, a ro 
tatable tensioning roll , braking means charac 
terized by the provision of web feeding 
means in direction of web movement from 

said straightening means. 
92499 . W , L . Sherwood , Process and apparatus for the 

continuous Production of liquid ferrous 


metals . ( 4th December 1963 ) . Accepted on 
23rd August 1965. 

Introducing charge materials, advancing it 
through gas - solid zone, removing from it 
fine-sized materials, continually advancing 
the retained charge mixture , continually in 
troducing two liquid phases, discharging 

liquid ferrous metal and slag . 
92508. Shell Internationale Research Maatschappij N . V . 

Insecticidal composition containing dimethyl 
1-methyl- 2 -(methyl carbamoyl) vinyl phos 
phate . Accepted on 21st August 1965 . 

Insecticidal composition containing as 
active ingredient dimethyl 1-methyl- 2 
(methyl carbamoyl) vinyl phosphate together 
with a solid or liquid carrier and / or a sura 

face active agent, or a compressed gas, 
92529. International Business Machines Corporation, 

Apparatus for inter - connecting a data pro 
cessing system and telecommunication sys 
tem network . Accepted on 23rd August 
1965 . 

Including line selecting means to select a 
line to establish a path from data processing 
system through selected line to telecommuni 
cation network and from the latter to a re 

mote station . 
92531. Sperry Rand Corporation . Data handling appa 

ratus. Accepted on 23rd August 1965. 

Charucterized by a selectively settable dual 
mode control responsive to a signal from an 
external device connected to an odd number 
ed channel for transferring the data appear 
ing on both odd numbered channel and the 

next lower even numbered channel. 
92576 . The Gas Council. Process for the production of 

gases containing methane from hydrocarbons, 
Accepted on 27th August 1965 . 

Passing hydrocarbon and steam mixture at 
350°C through hell of particulate nickel 
aluniina catulyst with velocity of 0 .3 foot per 

second . 
92581. Societa Industrielle des Materiaux Blancs Şimab . 

A microporous chalk mortar composition . 
Accepted on 23rd August 1965 . 

Consisting of a chalk , comminuted and 

honded with a hydraulic hinder . 
92584 . Allis -Chalmers Manufacturing Company . Im 

proved method of conditioning iron oxide orc 
for magnetic concentration . Accepted on 
23rd August 1965 . 

Comprising the steps of ( a ) roasting 
ground ore at 600 to 900°C in reducing at 
mosphere , ( b ) quenching the ore in inert 
atmosphere , ( c ) re -roasting the ore until it is 

converted to magnetite . 
92587. Halcon International, Inc . Process for the pre 

paration of haleic anhydride. Accepted on 
24th August 1965 . 

Improvement comprises, in the manufac 
ture of maleic anhydride by catalytic vapor 
phuse oxide, recycling a portion of the pro 
duct pas to the reactor, the condensation 
temperature in the step of separating maleic 
anhydride being above the mielting point of 
the anhydride and above the dew point of 
water and the residence time in the latter 

step being not over 2 seconds. 
92603 . Imperial Chemical Industries Limited , Apparatus 

for the reduction of organic compounds. 
( 8th March 1963 ) . Accepted on 26th 
August 1965. 

Comprises an electrolytic cell in which the 
cathode has as essential parts a layer of mer 
cury supported by a membrane; the cathode 
heing interposed between ( a ) an aqueous 
solution of an alkali or alkaline earth metal 
hydroxide or salt containing the anode and 
( 1 ) the reaction medium in which the reduc 
tion is performed . 
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92608. Office National Industriel De L Azote . Appara 

tus and propess for the manufacture of 
chlorine derivatives of cyanuric acid , Ac 
cepted on 25th August 1965. 

Characterised by the provision of a zone 
for feeding, means for regulating the quantity 
and temperature of the solution being fed 
into the zone, a chlorinating zone, means for 
regulating the quantity of chlorine and a 

filtration zone . 
92615. Indian Oxygen Limited . Improvements in or 

relating to bearings . (6th March 1963 ) . 
Accepted on 23rd August 1965 . 

Each journal surface is provided with inlet 
orifice for Injection of gas under pressure 


92620 . Pullman Incorporated . Catalyst for halogena 

tion of hydrocarbon . Accepted on 23rd 
August 1965. 

A halogenation catalyst composition com 
prises un aqueous solution of cupric hallde, 
cuprous halide and ush solubilizing agent a 
lithiuni, sodium , potassium , rubidium , cesium , 
beryllium , magnesium , calciuni, strontium , 
borium or ammoniuin halide or a mixture 

thereof. 
92655 . Algemene Kunstzijde Unie N . V . Apparatus for 


92889 . Scottish Agricultural Industries Limited . Process 

for the manufacture of solid compositions 
comprising ammonium phosphates . ( 22nd 
March 1963 ) . Accepted on 26th August 
1965 . 

To the solid particles separated from the 
hed consisting of ammonium phosphate phos 
phoric acid is added and allowed to return to 

the bed where ammonia is added . 
92995 . K . Nimtz. Balloon limiter for yarn -ballooning 

spindles such as double twist spindles , Ac 
cepted on 26th August 1965. 

Comprises a polygonal prismatic surface 
with eiges errending parallel to the axls of 

the limiter . 
93005 . Sperry Rand Corporation . Fluid device . Accept 

ed on 23rd August 1965 . 

Characterized in that the fluid inlet is 
located suhstantiully in the centre of the 
chamber and has an orifice directed substan 

tlally to an opening of the chamber . 
93043 . G . F . Hammond . Improvements relating to 

ploughshares. Accepted on 26th August 
1965 , 

The tip head is supported hy the share body 
and channel section member hoth above and 
helow and on lateral sides of the tongue in 

operative position of plough share . 
93124 . The Manet Industries (Propriсtary ) Limited . 

Fluid flow control valve . Accepted on 23rd 
August 1965 . 

A valve body having a bore which is round 
cylindrical at one end and which diverges 
outwardly at the other end and having a 


bobbins. Accepted on 23rd August 1965. 

Comprises a bobbin driving roller and a 
grooved traverse drum driven by a pulley 
driven from suid driving roller through fric 

tion with one of its end surfaces. 
92673. Associated Electrical Industries Limited , Improy 

ed circuit arrangement for the control of 
main and auxiliary motors such as used for 
gantry type cranes . Accepted on 21st 
August 1965. 

Controller operates to connect at one of 
more starting notches the first set of bare 
conductors to an 4 .c . power supply to cause 
drive by the auxiliary motor , while open cir 
cutting the secondary windings, and at a 
following norch causes completion of circuit 
portion and energises the principal relay . 

therehy disconnects the auxiliary motor. 
92674. Ciba Limited . Container for medicaments . Ac 

cepted on 23rd August 1965. 

The contents disposed on a disc in con 
centric circles in a container provided with 
a marked dial and the contents can be re 
moved through an aperture by applying pres 

sure to a compartiment. 
92700. Imperial Chemical Industries Limited . Coating 

compositions . ( 15th March 1963 ) . Accepted 
on 25th August 1965 . 

A coating composition is based on suhs 
tantially non - flocculated film -forming poly 
mer particles stably dispersed in an organic 

liquid in which the polymer is insoluble . 
92707. V DO Tachometer Werke Adolf Schindling 

GmbH . Electric revolution counter. Accept 
ed on 26th August 1965 . 

Includes two switch -over contacts, one con 
nected to the counting device , the other to 
the impulse maker , wherein the driving motor 
of the counter is alternately reversible to 

two different connection lines, 
92793 . Aktiebolaget Svenska Flaktfabriken . An impro 

vement in apparatus for drying or condi 
tioning a web -like material. Accepted on 
23rd August 1965. 

Characterised in that one or more of dis 
vibuting hoxes are provided with damper 
means to partially shut of the medium flow 

through perforutions, 
92851. W . R . Grace & Co . Process for the separation of 

propylene diluent from polypropylene. AC 
cepled on 24th August 1965 . 

Comprises the feeding of the suspension 
of polypropylene to a recovery zone main 
tuined at atmospheric pressure and the pro 
pylene diluent is fushed from the solid partl 
cles of polypropylene and recovering the thus 
treated polypropylene . 


member . 
93540. Shell Internationale Research Maatschappij N . V . 

Rubbery composition . Accepted on 24th 
August 1965 . 

Comprising a conjugated diene elastomer 
and block copolymer of a conjugated diene 
elastomer and a nonelastomeric polymer of 

an alkenyl aromatic hydrocarhon . 
93667. Sourendramohan Sinha. Improvements in or 

relating to the rod ball joints for automobiles . 
Accepted on 24th August 1965 . 

Consists of a lever threaded at one end 
and spherical at the other end , a cup with 
a curved opening at its bottom , a seat , a 
flunged cap and a helical spring between the 
cap and the seat and a threaded stud on the 

сар. 
99778 . Shell Internationale Research Maatschappij N . V . 

Process for the preparation of novel dime 
thyl 2 - chloro - 1 - ( dihalophenyl ) vinyl phos 
phates. [Divisional date 18th December 
1963 ). Accepted on 23rd August 1965. 

Which comprises reacting trimethyl phos 
phite with 2 , 2 , 2 , 4 -tetrachloro acetophe 
none, 2 , 2 , 4 - trichloro - 2 hromo acetophe 

none or 2 , 2 , 2 , 5 -tetrachloro acetophenone, 
99795. Imperial Chemical Industries Limited . Fabrics . 

[Divisional date 27th November 1963 ]. Ac 
cepted on 24th August 1965 . 

A process for imparting stretch characteri 
stics in one direction to a woven fabric com 
prises heat setting the fabric at a temperature 
of at least 30°C above the glass transition 
temperature, stretching the fabric in one 
direction and allowing the fabric to relax in 
the other direction and heating the fabric . 

Patents Sealed 
88228 . 88247. 88386 . 88580 . 88632. 88654 . 88655. 
88656 . 88660 . 88666 . 88673 . 88712 . 88725. 88729 . 
88752 , 88760, 88767, 88768, 88775 , 88778 . 88779 . 
88783 . 88785 . 88787 . 88807 . 88812 , 88836 . 88838 . 
88839. 88865 . 88870 . 88898 . 88899 . 88938 . 88942 . 
88978 , 88980 . 88992 . 88997 . 89001 , 89005 . 89009 . 
89016 . 89018 . 89024 . 89025 . 89030 . 89043, 89095. 
89112 . 89114 , 89138, 89143 , 89235 . 89236 , 89237. 
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89238 . 89253 , 89370. 89452, 89532 . 89554 . 89559 . 
89611. 89690 . 89691. 89714 . 89720 . 89951 . 89964 . 
90138. 90139 . 90140 . 90186 . 90279, 90413 . 90465 . 
90655 . 90711. 90757 . 90763. 90815 . 90856 . 91021. 
91081. 91124 . 91525 . 95486 . 


Appeal Proceedings 


(Section 9 ) 
An appeal has been filed by Council of Scientific and 
Industrial Research , against thy decision of the Jt , Con 
troller of Patents and Designs on an opposition to the 
grant of a patent on application No. 64716 . 

Amendment Proceedings 
The amendment proposed by Metalsalts Corporation 
in respect of Patent Application No. 85952 as advertised 
in the Gazette of India , Part III, Section 2 , dated the 
1st May 1965, has been allowed . 

Renewal Fees Paid 
43853 . 45586 . 45685. 45697 , 45803. 45804 . 45810 . 
45860 . 46057 . 46240 . 47738 . 47892 . 47952 . 47953 . 
48017. 48072, 48129, 48235 . 48267, 48281. 49779 . 
49780 . 50090 . 50141, 50176 , 50202, 50203 , 50206 . 
50224 . 50234 , 50249, 50285 . 50286 . 50301 . 50328 . 
50350. 50489 . 50493 . 50551. 50584 . 52369. 52522 . 
52585 . 52610 . 52611, 52612 . 52613 . 52614 . 52619 . 
52667. 52679 . 52717 . 52747. 52809. 52832 . 52878 . 
52930 . 52972 . 52973 , 52989 . 53099 . 53238, 54135 . 
54136 , 55260 , 55264. 55299 . 55320 . 55343 . 55386 . 
55414 . 55447 . 55473, 55503. 55527. 55635 . 55655 . 
55656 . 55803. 57469, 57858 . 58121, 58138 . 58212. 
58274 , 58387 . 58409 . 58411. 58417 , 58439. 58475 . 
58489 , 58490 . 58729. 58775 . 59016 . 59063. 60197 . 
60200 , 60201. 60606 , 60608. 60713 . 60873 . 61394 . 
61505, 61588 . 61614 . 61634 . 61639 . 61642 , 61663. 
61664 . 61665 . 61679 . 61692 . 61699 . 61730 . 61731 . 
61766 . 61768. 61784 . 61862 . 61879 . 61952 . 62007. 
62113. 62121 . 62122 . 62221. 62258 , 62259 . 62277 . 
62284 , 62449, 62450 , 62631, 62980 . 64239 , 64463. 
64927. 65014 . 65067, 65110 . 65124 , 65133 , 65135 . 
65136 . 65156 . 65167, 65177 . 65179 , 65189 , 65207, 
65220 . 65293 . 65302 , 65339 . 65352 . 65367, 65377 . 
65561. 65598 . 65605 , 65606 . 65620 . 65812 , 66021. 
66215 . 68745 . 687941 . 68801, 68819 . 68884 . 68898 . 
68899 . 68926 , 68930. 68931. 68940 , 68955, 68972 . 
68973. 68979 . 69010 . 69034 . 69079 , 69081, 69086 . 
69089. 69090 . 69091. 69092. 69093. 69094 . 69110 . 
69114 . 69134 . 69214 . 69350 . 69416 . 69501. 69522 . 
69566 . 69677. 69777 . 69962 . 69963. 70004 . 70005 . 
70034 . 70914 . 71782 . 72831 . 73100 . 73121 . 73162. 
73168, 73248 . 73262. 73268 , 73271. 73274 . 73308, 
73327. 73329 . 73342 . 73354 , 73355 . 73356 . 73367. 
73370 , 73384 . 73407. 73433 , 73487. 73507. 73508 . 
73542 . 73562. 73592. 73645 . 73799. 73805 . 73859 . 
73879 , 73928 . 74194 . 74211, 74233 . 74402 , 74531, 
76806 . 76813 . 77332. 77514, 77551 . 77736 , 77977. 
78200 . 78208 . 78213 . 78232 , 78241. 78260, 78311 . 
78330 . 78339 , 78345 . 78364, 78420 . 78451, 78456 . 
78460 . 78483. 78496 . 78515 . 78519 . 78529 . 78555 . 
78562 . 78563, 78565 . 78582 . 78589 . 78674 . 78683 , 
78715. 78716 . 78749. 78767, 78884. 79036 . 79061, 
79342. 79344. 79422 . 79563, 79577 . 79659 . 79731. 
79755 . 89299 . 82800 , 83132 . 83179 . 83538 . 83772 . 
83833 . 84042 . 84059 , 84081. 84107. 84117 . 84129 . 
84255 . 87532 , 


42613 44477 . 44507 . 44532 , 48492 . 48822 , 48844 , 
51131, 51142 . 53584. 53612 , 53669. 63679 , 54002. 
56365. 56375. 56420 . 56446 . 56896 . 59399 . 59410 . 
59429 . 59438 . 59461. 59474 . $ 9482. 59511. 62883 . 
62928 . 62931. 62932, 62935 . 62979 , 62999 . 66462 . 
66483 . 66509, 66513. 66517 . 66526 . 66548. 66552 . 
66570 . 66594. 66597. 70392 . 70412 . 70413 . 70418 . 
70434 . 70439 . 70445. 70448 . 70479. 70482 , 70531 . 
70543 . 70549 , 70555. 74958 . 74965. 74967. 74976 . 
74977 . 74979 , 74980 . 74997 , 75001, 75002. 75003 . 
75015 . 75017. 75044 . 75049 , 75050 , 75058 . 75074 . 
75076 . 75077, 75082 . 75089 . 75093 . 75102 . 75104 , 
75106 . 75107. 75108 . 75109 . 75112. 75116 . 75118 . 
75119. 75127 . 75145, 80308 . 80329. 80366 . 80429 . 
80494 . 80500, 

Restoration Proceedings 
An order has been made on the 22nd July 1965, 
restoring the Patent No. 49296 clated as of the 1st April 
1953, granted to Engineer-in -Chicf, Lighthouse Depart 
ment, Ministry of Transport, Govt . of India , for " a 
flasher of Lighthouse lamps or electrically operated 
sound signals " , 

Rogistration of Designs 
The following designs have been registered . They are 
not open of inspection for a period of two years from the 
date of registration except as provided for in Section 50 
of the Indian Patents and Designs Act. 

The date shown in each entry is the date of registration 
of the designs including the entry . 

The dates shown in crescent brackets are the dates 
claimed under Section 78 - A of the Act . 
Class 1. No. 123133 . Raja Toys Co ., (An Indian part 

nership concern ) , 3.3 , Deputy Ganj Sadar 

Bazar , Delhi, “ Toys" , August 22 , 1964 , 
Class 1. Nos, 124796 and 124797 . Morphy-Richards 

(Cray ) Limited , a British Company , St. 
Mary Cray , Kent, Englund, " An electric 

jron " , September 3, 1964 ( United Kingdom ) . 
Class 1, No. 124814 . Siya Ram Kumar Engineering 

Works Private Limited , 20B , Nazafgarh 
Road , New Delhi- 15 ( a company incorporat 
ed under the Indian Companies Act ), 

" Couplings" , February 15 , 1965. 
Class 1, No . 125409 . Raja Toys Co ., ( An Indian Part 

nership Concern ) , 33 -Deputy Ganj, Sadar 

Bazar, Delhi, " Toy " , April 24 , 1965 . 
Class 13. No . 124697, The Sassoon Spg . & Wvg . Co . 

Ltd ., Indian Company, Mafatlal House , 
Backbay Reclamation , Bombay - 1, " Textile 

goods", February 1, 1965 . 
Class 13. Nos. 125514 to 125516 . The Bombay Dye 

ing & Mfg . Co . Ltd ., an Indian Company 
incorporated in India , Neville House , Ballard 
Estate , Bombay - 1 , “ Cotton textiles " , April 28 , 

1965 . 
Class 13 . Nos. 125699 to 125707. Calico Dyeing & 

Printing Mills ( P ) Ltd ., Industrial Estates, 
41E Parel Chawl Road , Lalbaug , Bombay - 12 , 
Nationality - Indian Business concern ( Private 
limited company ) , " Textile goods including 
silks and art-silk piece goods ", May 19 , 
1965 . 

A , JOGARAO 
Controller General of Patents, Designs and 

Trade Marks 
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